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EO 1 1652: N/A 

TAGS: OCON, AORG, TECH, IAEA, US 

SUBJ: IAEA INTERREGIONAL TRAINING COURSE ON NUCLEAR 
ENERGY REGULATION, BETHESDA, MD„ APRIL 28- 
MAY 16, 1975 

REP: IAEA VIENNA 2202 

1 . AGENCY INFORMS MISSION IT HAS ADDED TWO NEW CANDI- 
DATES POR BETHESDA COURSE, A) FROM GHANA: ANDREW K. 
ADDAE, 27 SEPT. 1939, OBUASI, GHANA; ?) PROM BOLIVIA: 
MARCELLO HERRERA CALDERON, 16 JAN. 1942, LAPAZ, BOLIVIA, 
BRINGING TOTAL NUMBER PARTICIPANTS UP TO 28. 

2. AGENCY REQUESTS EIGHT DOUBLE AND 15 SINGLE ROOMS FOR 
PARTICIPANTS ONLY. AGENCY SCHULTZE-KRAFT WILL PROVIDE 
LAFLEUR WITH DETAILS BY SEPARATE LETTER. ERDA REQUESTED 
TO RESERVE ROOMS. 

3. TWO SIGNED COPIES MOU POUCHED AMMONS (ERDA). 
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